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TOBACCO INSTITUTE TESTING LABORATORY 

5454 Wisconsin Avenue 
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January 14, 1972 
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Dr. William W. Bates 
Mr. Edward S. Harlow 
Dr. Ivor W. Hughes 
Dr, Murray Senkus 
Dr. Alexander W.Spears 
Dr. Helmut Wakeham 


Gentlemen: 

Enclosed is a preliminary set of Market Sample 
No. 10 ,, tar n and nicotine results. The remaining 
data will follow as soon as possible. 

Yours truly, 

William L. Steele 

WLS/ps 

Enclosure 


cc: Dr. W. B. Bennett, Jr. 

Senator Earle C, Clements 
Mr, W. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Allan Topol 
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